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"Work Order ID 89488 оолдох 

Friday, August 24, 2012 8:09:42 АМ i | 

Item ID: D3121-25 Accept *N ONAN 
Revision ID: an 

Item Name: Cap 

Start Date: 8/24/2012 Start Qty: $0.00 *G()* Cust Item ID: 
Required Date: 8/30/2012 Req'd Qty: $6.00 *AN* Customer: 
Reference: 

Approvals: Process Plan: “МЕ Datei 2-05-04 Tooling: Date: 

Qc: Date: 2 SPC (Y/N): Date: — 

Sequence ID/ Е Operation “Й Set Up/ N Tool ID Tool 4 
Work Center ID Description Run Hours 

` Draw Nbr Revision Nbr | 

3121 Rev Е 

100 i 000 u 

ж 4 nn* Hardinge CNC LATHE SMALL of 

Hardinge Memo 0.00 | 
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Quality Control 


1-Turn D3121-25 Cap as per Folio FA3872-Deburr 


QC2- Inspect parts off machine FAI/FAIB 0.00 
Memo 0.00 

ОС8- Inspect parts - second check 0.00 
Memo 0.00. 
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Ю-ов24 
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Stop 
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do | DART AEROSPACE LTD 
СН LE HAWKESBURY, ONTARIO, CANADA 
CHECKED APPROVED DRAWING NO. REV. E 
A ji D3121 SHEET 10 OF 10 


DATE TITLE SCALE 
07.11.07 BRACKET ASSEMBLY 1:1 


0.375 
7] .56 DIA н : | r À с А р 
.365 DIA (27147 Е) | 
2 ge 


led 0.080 
99' 0.050 TO 0.060 


202 DIA Ж ; 

1) MATERIAL: AISI 303 SS HEX, ANNEALED 
(REF DART SPEC. M303H0.500) 
| e 0.096 2) FINISH: NONE 
3) TOLERANCES ARE PER DART 051 018 UNLESS 
В i OTHERWISE NOTED 
1) REPLACES PREMIER P/N 832-23001-17 4) ALL DIMENSIONS ARE IN INCHES 
2) MATERIAL: AISI 303 SS ROUND BAR, ANNEALED 5) BREAK ALL SHARP EDGES 0.005 TO 0.015 


(REF DART SPEC. M303R) 
3) TOLERANCES ARE PER DART QSI 018 UNLESS 
OTHERWISE NOTED 
4) ALL DIMENSIONS ARE IN INCHES 
5) BREAK ALL SHARP EDGES 0.005 TO 0.015 


0.315 
0.230+0.001 


91.023 


0.314 0.0. 
(КЕР) | | (КЕЕ) | ed 


RO.063 


RO.010 


D3121—19 BEARING (SCALE 1:1) = i 
1) POSSIBLE SUPPLIER: KING BEARING P/N 6000—2ZJ/EM 1) MATERIAL: DELRIN ROD, 91.25 
FAFNIR P/N 9100KDD (REF DART SPEC. M-DELRIN-R1.250) 
2) ALL DIMENSIONS ARE IN INCHES 2) TOLERANCES ARE PER DART QSI 018 UNLESS 
OTHERWISE NOTED 
3) ALL DIMENSIONS ARE IN INCHES 


D3121-25 
CAP 


D3121-23 
BEARING 


1) POSSIBLE SUPPLIER: SKF P/N 61900-22 
OR KML P/N 6900-ZZ = 
IN IN 


| , A DIMENSION A Н 
Copyright © 2002 by DART AEROSPACE LTD 
THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND 15 SUPPLIED ON THE EXPRESS CONDITION THAT ІТ 15 NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO, ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


DQA: 


WORK ORDER NON-CONFORMANCE / UPDATE 
QA Closed: 


AGAINST DEPARTMENT/PROCESS 


Water Jet 
I Prod. Eng. Coor. 
Rec/Store/Packaging 


Supplier 


DISPOSITION 
Work Order: 


Crosstube 
Small Fab 
Finishing 
Composite 


Skid-tube 
Machining 
Thermoforming 
Large Fab 


Rework 

Scrap 

Use-as-is 

Work Order Update 


Part No. 


Engineering 
Quality 
Other 


Root Description of work order update Initial Action Sign & 
Cause Date Step Qty or Non-conformance Chief Eng Description Date Verification QC Inspector 


FAULT A САТЕВОВУ rr] 


Landing Gear 


Ш Bending 


m Centre Not Concentric to O/S 
Ш Cracks 
lš Crushed/Crimped. 
RI Cuffs 
m Heat Treat 
u Inspection Strip in Tube 
E Ripples in Bend 
= Torque Waves in Extrusion 
| Ш Turning Sequence 
| oe 
| Ш Wave/Twist in Tube 
| H:/FORMS/Quality Assurance\approved QA/NCRWO Rev G 


General 
u Bend 
| |BOM/Route 
| Broken/Damaged 
il Burrs 
Sl Contamination 
E Countersink 
E Cut Too Short 
| Drill Holes 
Ш Drawing 
m Finish 
| [Folio 


E Grain 

и Hardware 

| Inspection Incomplete 

a Instructions Incomplete/Unclear 
a Maintenance 

Ш Mislabeled 


ll Misread 


I u Offset 


Ш Out of Calibration 
E Out of Sequence 
= Outside Dimensions 


Ovalized 

Over/Under tolerance 
Part Incorrect 

Part Lost/Missing 
Part Moved 
Positioned Wrong 
Power Loss/Surge 


Pressure/Forced 
Temperature/Cure 
Weld 

Wrong Stock Pulled 


E Other 


DART AEROSPACE LTD 


Work Order: | | 
CA E 


Description: Cap Part Number: | | 03121-25 | 
SAO AA 
| Г Page 1 of 1 


FIRST ARTICLE INSPECTION CHECKLIST 


[x | First Article ІМ Prototype 


Actual 
| Tolerance Method ol Comments 
Dimension Dimension І epection 


0.315 ET x Б ГИ ТИНЕ 
91.000 
к0.063 
RO.010 
0230 | жоои | IID |, 
20.865 77 


Inspection Dwg: D3121 Rev: E 


Drawing 
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Measured by: 


Prototype Approval: OO МА | 
| Date: | |) 6222 | 


N/A 
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Rev | Date [Change Revised by [|Approved | 
A [04.04.20 | New Issue —  (P/OD3121241) Ku — | | 
| В | 06.06.09 | 91.000 diameter was 21.020 [килма 
Dwg Rev. updated KECOH Db | 
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